From: bounce@govsci.com on behalf of Government Scientific Source < marketing@govsci.com> 

Sent: Monday, November 02,2009 3:09 PM 

To: Hanchett, James (DPH) 

Subject: Elvex (MIL Spec) Eye & Ear Protection- Samples Free Of Charge 



Elvex is a world class supplier of Eye & Hearing Protection products that provide “Safety with Style” 
for laboratory, industrial maintenance, and tactical applications. Elvex Safety Eyewear is certified to ANSI Z87+ 
with several models achieving a Vo Ballistic** rating. Elvex Ear Muffs, Electronic Headsets, and Ear Plugs 
are certified to the ANSI S.19 hearing protection standard. Quattro reusable ear plugs are sold to all 
major branches of the Military and are assigned US National Stock numbers. 

See web version here 



What is the purpose of different color lenses? 

How does exposure time effect mv hearing protection requirements? 
What type of hearing protector do I need for mv work environment? 


**Vo ballistic is a US Military test standard, MIL PRF-31013, Vo impact resistance 
required is 640 fps, 4 times the ANSI Z87+ standard of 150 fps. 



and include product # 
w/name & ship-to 


Call Your GSS Personal Account Manager 
for Best Value Pricing Today! 



This message is for Government Scientific Source customers only. Your information is confidential and will never be shared with another entity. 
If you received this in error or prefer not to receive future messages, click here and rep/y with 'Remove Me'in the subject header. Thank you! 
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